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SUBJECT: REUTERS REPORT OF LIBYAN TRANSFER OF JET AIRCRAFT 
TO TURKEY 

REF: ANKARA 6896 

1. REUTERS REPORTS FROM ANKARA SEPTEMBER 12 THAT "IN- 
FORMED TURKISH SOURCES" SAY THAT LIBYA HAS GIVEN TURKEY 
SEVEN US-BUILT F-5 AIRCRAFT AS PART OF A 33.6 MILLION DOLS 
MILITARY AID PACKAGE. ITEM SAYS AID PACKAGE ALSO INCLUDES 
JET ENGINES, TIRES, AND OTHER SPARE PARTS. 

2. DEPARTMENT WOULD APPRECIATE RECEIVING ANY ADDITIONAL 
INFORMATION EMBASSIES ANKARA AND TRIPOLI CAN DEVELOP ON 
THE FOREGOING REUTERS ITEM. KISSINGER 
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